August 12, 1975 


Howard K. Kothe, Esq. 

Watson, Leavenviorth, Kelton & Taggart 
100 Park Avsnue 
Hew York, NY 10017 

Re: S«K)k1ng Article (HCH Filter) 
Half. 5o2~763 PM S76_ 


Dear Howard: 

The llBJitations in vapor pressure or molecular 
weight of the amine would not be harmful If they seem 
to be necessary to getting an allowance. I have dis¬ 
cussed this with Dr. Rainer, and he Is entirely In 
agrs^ent. 

If this does not result in favorable action, we 
should take an appeal in this case. 


Sincerely, 



6. csler Inskeep 
Assistant Patent Officer 

ceii 

cc; Dr. T. S. Osdene 
Mr, R, Thomson 


Source: https://www.industrydocuments.ucsf.edu/docs/zlnjOOOO 
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